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PCI INVITATION (SOCIAL) 79-337 

DATE RECEIVED: 26 December 1979 DATE OF EVENT: Saturday, 15 Mar 80 

1. INFORMATION REGARDING THE INVITATION: SUSPENSE: 

a. Source: Letter from Mr. Grant Pi 11 man 

b. Type of Event: Reception & Dinner 

c. Special Occasion: Gridiron Club 1980 Spring Dinner 

d. Hosted By: 

1800 - Reception 

e. Date/Time: 1900 - Dinner Saturday. 15 March 1980 

f. Location: Capital Hilton Hotel 

g. Attire: 

h. Significant Info: Formal invitation to follow. 
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2. SCHEDULE: 
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3. RECOMMENDATIONS: 
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4. DC I DECISION: (MRS. TURNER INVITED - Yes No) 


a. ACCEP T V REGRET SEE ME 

b. PASS TO: DDCI D/DCI/IC D/DCI/NI 

5. AIDE FINAL ACTION: 


STAT 


6. INFORMATION ROUTING: 
a. COMMENTS: 
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GRANT DILLMAN 
PRESIDENT 

UNITED PRESS INTERNATIONAL 
315 NATIONAL PRESS BUILDING 
WASHINGTON, D.C. 20045 
(202) 637-3710 


December 19, 1979 


The Honorable Stansfield Turner 
Director 

Central Intelligence Agency 
Washington, D.C. 20505 

Dear Mr. Director: 

The Gridiron Club will hold its 1980 Spring Dinner on Saturday, 

March 15, at the Capital Hilton Hotel in Washington. There will be 
a 6 p.m. reception followed by the dinner bell at 7 p.m. 

I am writing now to alert you that you will receive a formal invitation 
later from a Club member asking you to attend as his or her guest. I 
hope you will reserve this date on your calendar. 

The evening will follow the traditional format with satirical musical 
and political skits built around a Republican and Democratic speaker. 

We hope, of course, that the President and Mrs. Carter will attend. 

the political climate, we are planning a lively and entertaining 
evening, which would be greatly enhanced by your presence. I hope you 
can be with us. 


Sincerely, 




Grant Dillman, President 
The Gridiron Club 
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WASHINGTON, D.C. 20045 



The Honorable Stansfield Turner 
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Central Intelligence Agency 
Washington, D.C. 20505 
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